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3,127 (a) 

FACILITIES. OUTDOOR. 

The shade ckxli over itie asialic bear exhibit is taltered around the edges and a portion of it has become folded 
under so liut it no Idriger provides lull pn^tectioii iroiii the sun. The .animala dd h^ve access Ic Ibsir den al all 
limes and can get oul of the sun tbere, however, i|ie terruperature inside the den on the day of inspection was 3 
degrees warmer than ihe gulside lemparalure. For their ccmfgrl and well being, gngughf shade in addition td the 
den space trusl bo provided on warm days, so that both bears can get oul o1 the direct sunlight at Ihe same 
lime. Correct by 6i'3Cl' 14. 
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3.127 (fi) 

FACILITIES. OUTDOOR. 

In the off-exhibit portion o1 the joo, a new gate tias been installed in the perimeler fence. The space under the 
gale Is high andugh Idr small aniiTials such as skunks, Icxes, ale. Id enter Itia zcd preparLy. The purpose cl the 
perimeter fence is to contain the animals arvd lo prevent unwanted animals from gaining entrance. To proteci 
the animals in thg zqg, Ihe gap under the gaig needa tg t?a repaired. Correct by 7/24;'14 


An exil interview was oorducted with the licensee. 
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